&® Audi A4 Wiring Diagram No. 58/1 


Parking Aid 
From Januar 2005 


Notes: 
Informations for 
@ Relay and fuse arrangement 


@ Connector arrangement 
@ Control units and relays 
@ Ground connections 


= Component Locations! 
Informations for 
@ Troubleshooting Procedures 


=> Guided fault finding 
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&® Audi A4 Wiring Diagram No. 58/2 


Control module for parking aid, fuses 


D__Ignition/Starter Switch 


J446 Control module for parking aid 
S5 Fuse 
S17 Fuse 
T16f 16-Pin Connector, brown, on control module for parking aid 
SS 86 ) Ground connection -1-, in rear wiring harness 
60 25 25 
ro ro fo ; 
Bhs Riso Threaded connection -2- (30) on the relay plate 
D plus connection (30a), in instrument panel wiring harness 
60 
j plus connection (15), in instrument panel wiring harness 
10 plus connection (30), in instrument panel wiring harness 
Miz Ja46 
Si7 ( 5 fa a 
n Sa ® / A52) Plus Connection 2 (30) (in instrument panel wiring hamess) 
waza wriett yriei3. riers y 
1,0 05 0.5: AT4) Connector (15a - fuse 5) in instrument panel wiring harness 
rofl swiro i Sead 
ws = white 
sw = black 
ro = red 
br = brown 
os gn = green 
br bl = blue 
gr = grey 
ii = Tilac 
1 2 3 4 5S 6 7 68 9 0 % #2 «13 14 ge = yellow 
or = orange 
S7-59270 Tae cask 
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we Audi A4 9 Diag No. 58/3 


Wiring Diagram 


(? 


u a u H22 
2 A 
0,35 0,35 
gelro briro 
Irizeskrize Jas ) 
Wert V1 120/24T120/8 Wier Wize Wize 
0,35 0,35 0.35 0,35 0.35 0,35 
briws swige bijro bijws blige bin 
T1016 Troi FT 10us rive ti Pris 
0,35 0,35 0.35 0,35 0.35 0,35 
briws swige bijro bijws blige bin 
T10x/6 T10x T1008 T10x/4 T10x2 T1003 
0,35 0,35 
briws vi 
0,35 0,35 0,35 0,35 0,35 0,35 0,35 0,35 
swige bi/ro swige  biiws swige bie swige bili 
hook ho ok hh ob hook 
D +) G252* 2) +! G253% 2) | G254« 1) 7) G2ss« 
i I Fr i 
0,35 0,35 0,35 0,35 
briws briws' bbriws briws 
4 4 4 
1% «#416 06«617”—C( 18s 19—'—s sia (ate HK 
‘9759271 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 


= orange 


pink 


Control module for parking aid, Front Parking Aid Sensors 


G252 
G253 
G254 
G255 
H22 
+5446 
T10i 
T10x 
T12e 


Right Front Parking Aid Sensor 
Right Front Center Parking Aid Sensor 

Left Front Center Parking Aid Sensor 

Left Front Parking Aid Sensor 

Front Parking Aid Warning Buzzer 

Control module for parking aid 

10-Pin Connector, blue, connector station A-pillar, left 
10-Pin Connector, black, near front bumper 

12-Pin Connector, brown, on control module for parking aid 


Parking Aid Ground Connection (in front bumper wiring harness) 


Parking Aid Connection (in front bumper wiring harness) 


Parking Aid front and rear only 


12.2005 
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Control module for parking aid, Sensors for parking, rear 


203 Sensor for parking, rear, left 
204 Sensor for parking, rear, left, center 

G205 Sensor for parking, rear, right, center 

G206 Sensor for parking, rear, right 

H15 Warning buzzer for parking 

J446 Control module for parking aid 

T12i 12-Pin Connector, on control module for parking aid 

Ti6f 16-Pin Connector, brown, on control module for parking aid 


= H15 

2 A 

0,35 0,35 

gelro iro 

Inter Iriei10 Jaas ) 
yriai ytt2i riz we 412i Tt ziti zi si 
N2 5 9 0 a cy 2 nA M1 4 cy 
35 0, 0.3: 035 035 0, 350, , 
rofi if ¥ - t er - bliws briws fo —biiro_—brro 
LJ J ob b ib kb tb 

(9) ©) i) 

G203 G204 G205 G206 ws = white 
sw = black 
ro red 
br = browi 
gn = green 
bl blue 
gr = grey 
li lilac 

2 30 3 32 «98 (4 8S OOOH (iC CD 9: 7 yelow, 
97-59272 ee 
rs pink 
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Control module for parking aid, Parking Aid Button 


E266 Parking Aid Button 
J285 Control module with indicator unit ininstrument panel insert 
J446 Control module for parking aid 

K136 Warning light for parking 

L117. Parking Aid Switch Illumination 

T16  16-Pin Connector, black, diagnostic connection 

T16f 16-Pin Connector, brown, on control module for parking aid 
132 32-Pin Connector, blue, on instrument panel insert 

32a _32-Pin Connector, green, on instrument panel insert 


(3) Ground connection -1-, in wiring harness interior 


Comfort System High-bus Connection (in instrument panel wiring 


0,35 0,35 harness) 
‘orign or/br 
Krsanz Wraps Comfart System Low-bus Connection (in instrument panel wiring 


(hares) 
0,35 0,35 


orlbr oon 
Ane Interna 


( © | @uas 


Connection (L) (in instrument panel wiring harness) 


Connection (58s) (in instrument panel wiring harness) 


Wrten2 yes yes 
onl br oe * Parking Aid front and rear only 
yet? 
0.5 
gr/bl 
0,35 
gn/bl 
T16/15 
0,35 
gi/bl 
ha Ao Nivses 
i @_ & La 
3 
6/31 Enger 5 Kizee 331 ws = white 
sw = black 
ro red 
br = brown 
gn green 
oe bl blue 
gr = grey 
ii lilac 
430044 45 #46 #447 «48 51 52 53 54 «5556 Cadneal yellow 
o7—sa273] OF = orange 
rs = pink 
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